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Information 


Detailed specifications and descriptions are listed on each page with 
the article. Equipment as approved by the National Board of Under- 
writers is used in wiring fixtures. 

To order, use ORDERING NUMBER; this will give the necessary 
information. Where so directed, specify Fixture and Glass finish. 

When glassware only is wanted, supplementary list showing Stan- 
dard Package and List Prices is applicable. 


Adalilor 


Terms 


To firms having satisfactory commercial rating — 1%—15 days 
net 30 days. 

Cash orders to be accompanied by a check in full or a deposit of 25% 
to insure transportation charges. 

All goods sold f. 0. b. Port Jervis, New York. 

No package charges. 

Goods are well packed and no allowances are made for breakage. 


Claims should be made to the transportation companies. 


GILLINDER BROTHERS, Inc. 





DISCOUNT 
50% 


GILLINDER BROTHERS, INC. 
PORT JERVIS, NEW YORK 
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DINING ROOM LIGHT 


For the dining room The design is conven- 


where character in fur- tional and shown in 
nishings is the inten- relief over a_ lighter 
tion, thisa ce ei lin? ground of the same 


color. The black band 
around the bottom 


hanger and dome 
makes an ideal fixture 
serves to set off and 
adds contrast thus 


and assures a well 
lighted table and soft 
diffused light around 
the room. 


bringing out the pat- 
tern. 





No. E-3 or E-4 


Fixture: Hammered Silver or Hammered Brass. 
Glass: Turquoise Blue or Golden Yellow. 16” diam. 1114” het. 10” fitter. 
60” overall. 


LIST PRICE $29.00 


E-3 Silver, Pull Chain, 920/139 Blue. 
E-4 Brass, Pull Chain, 920/139 Golden. 


Individually Packed—Ready to Install 











TWO TAPELESS WIRE 





APPROVED SOLDERLESS AND CONNECTORS FURNISHED WITH EACH FIXTURE, 


PLATE SIX KGB 
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DINING ROOM LIGHT 


Fixture and Glassware The globe diffuses the 
light and aided by the 


Decoration gives a 


combined in an inter- 
esting Unit for Dining 
Room Lighting. The 
globe construction is 
such that a 5” hole in 
the bottom sheds direct 
light to the table. 


warm light throughout 
the room. 


The decoration is un- 
usual and appropriate 
expressing character— 
and showing good 
taste. 





No. E-42 and E-43 


List Price Each $27.00 


E-42 Silver and Polychrome Fixture Pull Chain. 

E-43 Gold and Polychrome Fixture Pull Chain. 
Glass No. 921/174. 163%” diam. 914” het. 6” fitter. 
5” bottom opening—45” Overall. 


Individually Packed—Ready to Install 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 


PLATE SEVEN 








HALL or SUN ROOM LIGHTS 





G-17 to G-20 


Amber’ Antique Crackled. A 
pleasing and unusual effect in 
lighting is the result. 


Your customers will be pleased 
with these, as have many others. 


Glass size: 
Sardiatieweenet: 4 fitter 





E-26 or E-27 


Individually Packed—Ready to Install 




















List Price 
Ordering Fixture Glass Length Each 
Number Finish Wired Number Finish Overall Complete 
E-26 Black Keyless 104/2051 Amber 45” $6.40 
E-27 Green Keyless 104/2051 Green 45” 6.40 
G-17 Black Keyless 104/2051 Amber Dts 4.30 
G-18 Black Pull chain 104/2051 Amber rat 4.70 
G-19 Brontone Keyless 104/2051 Amber a? 4.30 
G-20 Brontone Pull chain 104/2051 Amber shaky? 4.70 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIATURE. 


PLATE EIGHT 






SUN ROOM HALL LIGHTS 





No. G-39 to G-42 





Windmill design in silhouette on 
Antique Crackled Glass. An im- 
pressive combination for decora- 
tive lighting, yet simple, not over- 
done. 





No. E-22 to E-25 


Glass Size: 73@” diam. 73@” hgt. 4” fitter. 
Individually Packed—Ready to Install 











Ordering Fixture GI a 
Number Finish Wired Number se Finish Overall eonipiate 
E-22 Black Keyless 89/157 Amber 42” 
‘ 8.40 
E-23 Black Keyless 89/157 Green Ade oe 
E-24 Green Keyless 89/157 Amber 42” 8.40 
E-25 Green Keyless 89/157 Green 42 8.40 
G-39 Green Keyless 89/157 Green 1244” 
8.00 
G-40 Green Pull chain 89/157 Green biae 8.60 
G-41 Green Keyless 89/157 Amber 1214” 8.00 
G-42 Green Pull chain 89/157 Amber 1214” 8.60 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 


PLATE NINE 








SUN ROOM LIGHTS 





No. G-23 to G-26 


Charm and fascination are ever 
present in the “POLLY” of the 
“Glareless” line. What other rea- 
son can we state for the popularity 
already gained. 


The glass is Amber Antique with 
the bird in striking colors. 





Size 10” diam. 4” fitter. 


No. E-7 or E-8 


Individually Packed—Ready to Install 











List Price 
Ordering Fixture Glass Length Each 
Number Finish Wired Number Finish Overall Complete 
E.-7 Ivory Keyless 608/140 Amber 47” $14.50 
E-8 Green Keyless 608/140 Amber 47” 14.50 
G-23 Green Keyless 608/140 Amber hoy! 11.30 
G-24 Ivory Keyless 608/140 Amber 152 11.30 
G-25 Green Pull chain 608/140 Amber 1 Si 12.00 
G-26 Ivory Pull chain 608/140 Amber Way? 12.00 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 
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SUN ROOM or HALL LIGHTS 





No. G-93 to G-96 


Sun room lighting units that ex- 
press individuality and are in ac- 
cord with the surroundings in 
such a room, are here shown. 


As listed below in Antique Red 
or Green on crackled glass. 


Glass size: 10” diam. 4” fitter. 





No. E-36 or E-37 


Individually Packed—Ready to Install 

















List Price 
Ordering Fixture Glass Length Each 
Number Finish Wired Number Finish Overall Complete 
E-36 Polychrome Keyless 608/171 Red 45” $9.00 
E-37 Polychrome Keyless 608/171 Green 45” 9.00 
G-93 Polychrome _ Keyless 608/171 Red ie 7.50 
G-94 Polychrome __ Keyless 608/171 Green 136 7.50 
G-95 Polychrome Pull chain 608/171 Red yt 8.00 
G-96 Polychrome Pull chain 608/171 Green iby 8.00 


TWO APPROVED SOLDERLESS 


AND 


TAPELESS WIRE CONNECTORS FURNISHED WITH EACH 


FIXTURE. 






SUN ROOM 





No. E-38 or E-39 


KG BD 
5 






LIGHTS 





No. G-101 or G-102 


A warm mellow sun room light- 
ing combination, the resulting ef- 
fect of a combination of colors on 
crackled glass. Furnished as listed 
below in Green or Deep Red. 


Glass size: 10” diam. 4” fitter. 


Fixture * Cast Aluminum 


Individually Packed—Ready to Install 


PLATE ELEVEN 








List Price 








TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 


. Ordering Fixture Glass Length Each 
Number Finish Wired Number Finish Overall Complete 
E-38 Polychrome __ Keyless 608/172 Red 40” $14.00 
E-39 Polychrome _ Keyless 608/172 Green 40” 14.00 
G-101 Polychrome ___ Keyless 608/172 Red 20” 13.80 
G-102 Polychrome Keyless 608/172 Green 20” 13.80 












PLATE TWELVE AGIBD 
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BED ROOM — BREAKFAST ROOM — SUN ROOM 


No. G-81 to G-86 


Fixture: As listed. 
Bottom plate to match. 
Drops to match the 
tinting on the glass. 


say PSSA, 
RRR 15k 


Glass size: 
8” diam. 644” hgt. 4” fitter. 





No. E-30 to E-32 


Individually Packed—Ready to Install 

















List Price 
Ordering Fixture Glass Length Each 
Number Finish Wired Number Finish Overall Complete 
E-30 Ant. Ivory _ Keyless 38/145 Tan 44” $6.60 
E-31 Iv. Blue Keyless 38/145 Blue 44” 6.60 
E-32 Iv. Rose Keyless 38/145 Rose 44” 6.60 
G-81 Ant. Ivory __ Keyless 38/145 Tan 1314” 5.30 
G-82 Iv. Blue Keyless 38/145 Blue 134” 5.30 
G-83 Iv. Rose Keyless 38/145 Rose 1314” a0 
G-84 Ant. Ivory Pull chain 38/145 Tan 1314” 5.70 
G-85 Iv. Blue Pull chain 38/145 Blue 1314” 5.70 
G-86 Iv. Rose Pull chain 38/145 Rose 1314” 5.70 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 





No. E-12 to E-14 








No. G-5 to G-10 


Fixture: As listed. 
Bottom plate to match. 
Drops to match the 
tinting on the glass. 


Glass size: 


PLATE THIRTEEN 





8” diam. 612” hgt. 4” fitter. 


Individually Packed—Ready to Install 














Ordering Fixture 

Number Finish Wired 
E-12 Ivory Keyless 
E-13 Ivory Keyless 
E-14 Ivory Keyless 
G-5 Ant. Ivory Keyless 
G-6 Iv. Blue Keyless 
G-7 Iv. Rose Keyless 
G-8 Ant. Ivory Pull chain 
G-9 Iv. Blue Pull chain 
G-10 Iv. Rose Pull chain 





Glass 
Number 


38/145 
38/145 
38/145 


38/145 
38/145 
38/145 


38/145 
38/145 
38/145 








List Price 
Length Each 

Finish Overall Complete 
Tan 44” $7.00 
Blue 44” 7.00 
Rose 44” 7.00 
Tan 1314” 5.30 
Blue 1314” 5.30 
Rose 1314” 5.30 
Tan 1314" 5.70 
Blue 1314” 5.70 
Rose 1314” 5.70 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 


PLATE FOURTEEN 
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SUN ROOM — BED ROOM — BREAKFAST ROOM 





No. G-43 or G-44 


“SPIDER WEB” — an unusual 
creation with a splash of color on 
a delicate ground. Just the thing 
where the extraordinary is 
required. 

Glass size: 
834” diam., 834” hgt. 4” fitter. 





Individually Packed—Ready to Install 








List Price 


Ordering Fixture Length Each 
Number Finish Wired Number Finish Overall Complete 





79/159 shown 42” $9.00 
1314" 8.00 


E-21 Polychrome Keyless 
G-43 Polychrome __ Keyless 79/159 shown 
G-44 Polychrome ‘Pull chain 79/159 shown 13144” 8.40 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE, 





PLATE FIFTEEN 






ay 





BED ROOM — SUN ROOM 





No. G-87 to G-92 


Fixture: As listed. 


Bottom plate to match. 
Drops to match tinting 
on the glass. 


Glass size: 
9” diam. 6” het. 4” fitter. 





No. E-33 to E-35 


Individually Packed—Ready to Install 








List Price 





Ordering Fixture Glass Length Each 

Number Finish Wired Number Finish Overall Complete 
E-33 Ant. Ivory Keyless 927/146 Tan 44” $8.60 
E-34 Iv. Blue Keyless 927/146 Blue 44” 8.60 
E-35 Iv. Rose Keyless 927/146 Rose 44” 8.60 
G-87 Ant. Ivory Keyless 927/146 Tan 14” 6.00 
G-88 Iv. Blue Keyless 927/146 Blue 14” 6.00 
G-89 Iv. Rose Keyless 927/146 Rose 14” 6.00 
G-90 Ant. Ivory ‘Pull chain 927/146 Tan 14” 6.40 
G-91 Iv. Blue Pull chain 927/146 Blue 14” 6.40 
G-92 Iv. Rose Pull chain 927/146 Rose 14” 6.40 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITIL EACH FIXTURE. 


PLATE SIXTEEN 






BED ROOM — SUN ROOM — BREAKFAST ROOM 





No. G-33 to G-38 


Fixtures wired ready to install. 


The decorations and tintings on 
the glass harmonize with the fix- 
ture. A unit complete: appro- 
priate for the rooms as mentioned. 


Glass size: 
9” diam. 67%” hgt. 4” fitter. 


n 
IN 





No. E-15 or E-16 or E-17 
Individually Packed—Ready to Install 








List Price 








Ordering Fixture Glass Length Each 

Number Finish Wired Number Finish Overall Complete 
E-15 Polychrome Keyless 927/146 Tan 44” $8.60 
E-16 Polychrome Keyless 927/146 Blue 44” 8.60 
E-17 Polychrome Keyless 927/146 Rose 44” 8.60 
G-33 Polychrome Keyless 927/146 Tan 14” 7.20 
G-34 Polychrome Keyless 927/146 Blue 14” 7.20 
G-35 Polychrome Keyless 927/146 Rose 14” 7.20 
G-36 Polychrome Pull chain 927/146 Tan 14” 7.60 
G-37 Polychrome Pull chain 927/146 Blue 14” 7.60 
G-38 Polychrome Pull chain 927/146 Rose 14” 7.60 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 


PLATE SEVENTEEN 








HALL — BED ROOM — BREAKFAST ROOM 





No. G-69 or G-70 
No. G-107 or G-108 


No. G-71 to G-76 


Fixture and Glassware combined with thought in securing an agreeable lighting effect 
with individuality and charm for rooms as suggested. 

Glass: Open bottom 814” diam. 514” deep. Drops to harmonize with glass. 

Fixture: Fully equipped ready to install. 


Finishes as shown listed below. 


Individually Packed—Ready to Install 

















List Price 
Ordering Fixture Glass Length Each 
Number Finish Wired Number Finish Overall Complete 
G-69 Col. Brass Keyless 938/56 Cut DEVAL” $10.00 
G-70 Col. Brass Pull chain 938/56 Cut 1224" 10.50 
G-107 Stained Keyless 938/56 Cut leas 10.00 
G-108 English Pull chain 938/56 Cut Dear 10.50 
G-71 Polychrome Keyless 938/151 Tan 1234” 8.50 
G-72 Polychrome Keyless 938/151 Blue 1234” 8.50 
G-73 Polychrome Keyless 938/151 Rose 1234” 8.50 
G-74 Polychrome Pull chain 938/151 Tan 1234” 9.00 
G-75 Polychrome Pull chain 938/151 Blue 1234” 9.00 
G-76 Polychrome Pull chain 938/151 Rose 1234,” 9.00 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE 


CONNECTORS FURNISHED WITH EACH 


FIXTURE, 


PLATE-IWENTY 


_—_——_ 






SW, 


BATH ROOM and KITCHEN 


No. G-45 or G-46 No. G-59 to G-62 


Fixture: Wired ready to install as listed below. Will take Levolier switch. 


Glass: 88/103. Glass: No. 71 Opolo. 


7” diam. 6” het. 4” fitter. 83%” diam. 63%” hgt. 4” fitter. 
103%” diam. 7” het. 4” fitter. 


Individually Packed—Ready to Install 











; ; List) Price 
Ordering Fixture Length Each 
Number Finish Wired Number Finish Overall Complete 








G-45 Wht. Enamel Keyless 88/103 Blue 7x4” $4.60 
G-46 Wht. Enamel Pull chain 88/103 Blue 7x4" 5.00 


G-59 Wht. Enamel Keyless 71 Opolo 81IY4x4" 2.50 
G-60 Wht. Enamel Keyless iil Opolo 101Y4x4” 2.50 


G-61 Wht. Enamel Pull chain 71 Opolo 8x4” 3.10 
G-62 Wht. Enamel Pull chain 71 Opolo 1014x4” 3.50 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 








PLATE TWENTY-ONE 












LARELES 





BATH and KITCHEN 





H-13 or H-14 G-53 to G-58 
Glass: No. 42 Opal. Glass: No. 90 Opolo. 
514” long, 314” het. 214” fitter. 814" diam. 6%” het. 4” fitter. 


914” diam. 634” hgt. 4” fitter. 
101%” diam. 7” het. 4” fitter. 


Individually Packed—Ready to Install 














: List Price 
Ordering Fixture Glass Length Each 
Number Finish Wired Number Finish Overall Complete 
H-13 Wht. Enamel Keyless 42 Opal 5/9” long $2.00 
H-14 Wht. Enamel Pull chain 42 Opal 514” long 2.50 
G-53 Wht. Enamel Keyless 90 Opolo 8 x 4” 2.50 
G-54 Wht. Enamel Keyless 90 Opolo 9x 4” 2.70 
G-55 Wht. Enamel Keyless 90 Opolo 10 x 4” 2.90 
G-56 Wht. Enamel Pull chain 90 Opolo 8x 4” 3.10 
G-57 Wht. Enamel Pull chain 90 Opolo 9x 4” 3.30 
G-58 Wht. Enamel Pull chain 90 Opolo 10 x 4” 3.50 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 





PLATE TWENTY-TWO 










KCB 





KITCHEN or BATH ROOM 


OPOLO GLASS 





No. G-47 or G-48 


Fixture: White Enamel. Wired Keyless or Pull Chain. 


Glass: No. 918. Size—8™%” diam. 67%” het. 4” fitter. 


Individually Packed—Ready to Install 














Ordering Number Fixture List Price Each Glass 
G-47 Keyless $2.50 918 
G-48 Pull Chain 3.10 918 


TWO APPROVED SOLDERLESS AND 


TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE, 


PLATE TWENTY-THREE 


G-105 or G-106 
G-111 or G-112 


Bath room and kitchen 
lighting with a touch 
of color adds very 
much to the sales 
value. 


E-40 or E-41 


Glass sizes: 814” diam. 67%” het. 4” fitter. 


Individually Packed—Ready to Install 








List Price 
Ordering Fixture Length Each 
Number Finish Wired Number Finish Overall Complete 





E-40 
E-41 


G-105 
G-106 
G-111 
G-112 


Keyless 918/457 Blue Age $8.40 
Keyless 918/457 Tan 42” 8.40 


Keyless 918/457 Blue 1 4.70 
Pull chain 918/457 Blue ith 5.50 
Keyless 918/457 Tan 2s 4.70 
Pull chain 918/457 Tan pee 5.50 


<£ee €X 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACI£ FIXTURE. 





PLATE TWENTY-FOUR 


KG BD 










BATH ROOM and KITCHEN 





No. G-98 or G-100 No. H-11 or H-12 No. G-97 or G-99 
Glass: 615 Opal Glass: 9504 Opal Glass: 348 Opal 


Individually Packed—Ready to Install 











List Price 
Ordering Fixture Glass : Each 
Number Finish Wired Number Finish Size Complete 
G-98 Wht. Enamel Keyless 615 Opal 6” $1.80 
G-100 Wht. Enamel Pull chain 615 Opal 6” 2.40 
H-11 Wht. Enamel Keyless 9504 Opal 5” long 2.00 
H-12 Wht. Enamel Pull chain 9504 Opal 5” long 2.50 
G-97 Wht. Enamel Keyless 348 Opal 9” 2.10 
G-99 Wht. Enamel Pull chain 348 Opal 9” 2.70 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 















PORCH LIGHTS 





No. G-1 or G-2 


Fixture: Cast Black or Green pig- 
tail porcelain receptacle. 
Glass: Black or Green lines. 


Size: 8” diam. 7” hgt. 4” fitter. 


GLARELES 









PLATE TWENTY-FIVE 





BATH ROOM or KITCHEN 


Size: 





No. G-113 or G-114 


Fixture: 


White Enamel, keyless 
or pull chain. 


Glass: Opal-blocked. 


Individually Packed—Ready to Install 


714" diam. 63%” hgt. 4” fitter. 








Ordering 
Number 


G-1 
G-2 


G-113 
G-114 





List Price 

Fixture Glass Length Each 
Finish Wired Number Finish Overall Complete 
Black Keyless 105/148 Black oF $3.90 
Green Keyless 105/148 Green 9” 3.90 
WE. Keyless 88 Opal 7x4” 2.80 
Wks Pull chain 88 Opal Ue AO 3.40 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 





PLATE TWENTY-SIX 
eee ee 
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OUTSIDE PORCH LIGHTS 





G-3 or G-4 


An exceptional offering of out- 
side porch lights. Wired com- 
plete ready for installation. Fix- 
tures for either ceiling or bracket 
type with Crackled Antique Glass 
in Amber or Green. 





H-7 or H-8 


Individually Packed—Ready to Install 

















d ; List Price 
Ordering oH Fixture - Glass Length Each 

Number Finish Wired Number Finish Overall Complete 
G-3 Black Keyless 104/2051 Amber of $3.50 
G-4 Green Keyless 104/2051 Green 9” 3.50 

. (center) 

H-7 Black Keyless 124/2051 K Amber 434," 5.00 
H-8 Green Keyless 124/2051 K Green 434," 5.00 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE, 


se ——————————————————————————————————————————————————— 





PLATE TWENTY-SEVEN 





GLARELES 
















LANTERNS 












Unusual creations in Hall and 
Porch Lights using the Antique 
Crackled Glass in Amber and 
Green, combined with appropriate 
fixtures, make very interesting 






units. 






Glass sizes: 






E-29-28 6” diam. 9” hgt. 
H- 3-4 6” diam. 7%” het. 





E-28 or E-29 






Individually Packed—Ready to Install 















List: Price 
Ordering Fixture Glass a Length Each 
Number Finish Wired Number Finish Overall Complete 













E-28 Black Keyless 113/153\4 Green eM $7.80 

E-29 Gold Keyless 113/1537 Amber 337 7.80 
(center) 

H-3 Black Keyless 94/2051 Amber 41,” 8.50 

H-4 Green Keyless 94/205114 Green 4ly” 8.50 





TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE, 











PLATE TWENTY-EIGHT KGIBI 
GLARELES 










LA NEE RNS 






G-77 to G-80 
G-109 and G-110 






H-1 or H-2 > 






Fixture: Wired porcelain socket—copper canopy. 
Glass: Antique Crackled with Black Top, 434” diam. 8” hgt. 


Suitable for either inside or outside, creating a most striking effect. 







Individually Packed—Ready to Install 












List Price 
Ordering Fixture Glass Length Each 
Number Finish Wired Number Finish Overall Complete 


















G-77 Black Keyless 93/153 Amber 1214” $7.20 
G-78 Green Keyless 93/1534 Green 1214” 7.20 
G-109 Gold Keyless 93/153 Amber 1214” 7.20 
G-79 Black Pull chain 93/153 Amber 1214” 7.60 
G-80 Green Pull chain 93/1534 Green 1214” 7.60 
G-110 Gold Pull chain 93/153 Amber 1214” 7.60 
(center ) 
H-1 Black Keyless 93/153 Amber oa 7.50 
H-2 Green Keyless 93/1534 Green ay 7.50 






TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 





x | B PLATE TWENTY-NINE 
GLARELES 











OUTSIDE PORCH LIGHTS 





No. H-5 or H-6 No. H-9 or H-10 or H-15 


Fixtures: Black or Green cast, wired porcelain socket. 


Glass: Antique Crackled (listed below). 


Sizes: 
123/153 414” diam. 814” het. 314” fitter. 
108/2051 9” diam. 1014” hgt. 314” fitter. 


Individually Packed—Ready to Install 











List Price 
Ordering Fixture Glass Length Each 
Number Finish Wired Number Finish Overall Complete 
H-5 Black Keyless L237 15 20 Amber 4344" 6.40 
H-6 Green Keyless $237 1535K Green 4344" 6.40 
H- Black Keyless 108/2051K Amber 434” $6.40 
H-10 Black Keyless 108/2051K Crystal 434" 6.40 
H-15 Green Keyless 108/2051K Green 434," 6.40 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 





PLATE TWENTY-NINE A 





No. H-18 


Fixture: 


Glass: No. 492/2051 Antique Crackled Amber. 548” diam. 64” hgt. 344” fitter. 
No. 146 “Amber” or “Flame Color” Satin 5” diam. 744” het. 344” fitter. 


PORCH LIGHTS 








No. H-16 and H-17 





Black or Green Cast, Wired porcelain socket. 


Individually Packed — Ready to Install. 











List Price 
Ordering Fixture Glass Length Each 
Number Finish Wired Number Finish Overall Complete 
H-16 Black Keyless 146, Amber 55 $5.70 
H-17 Green Keyless 146 Flame 5” 5.70 
H-18 Black Keyless 492/2051 Amber By! 5.40 





TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE, 


ZO POL@g 


A commercial lighting glass constructed of a single layer of Opal 
or white glass—specially developed to meet general commercial needs. 
Outrivaled by no other single piece of glass, OPOLO is our offering to 
you—it is of sufhcient density to diffuse the light from the source 
with a minimum absorption. It produces an even white light—and 
is uniform in performance. The shapes of the Units are plain in 
lines which enhances the qualities all ready present in the glass—in 


securing good lighting. 


OPOLO decorated Units are of value where a touch of color is 


appropriate in the lighting to be installed. 


PLATE THIRTY 





PLATE THIRTY-TWO 














KCB 


OPOLO GLASS 





WIRING SPECIFICATIONS 


No. 106 and No. 107 Hanger—Edison 
base porcelain socket—No. 16 Rock- 
bestos. slow burning wire. (106-6”) 
(107-4") 

No. 108 Hanger—Mogul base porcelain 
socket—No. 14 Rockbestos slow burn- 
ing wire. 6” fitter. 

No. 104—6” Ceiling Ring, 714” diam. 
6%" height—Pigtail porcelain recep- 
tacle and crossbar. 

No. 105__4” Ceiling Ring, 6” diameter. 
5” height—Pigtail porcelain receptacle 
and crossbar. 

















Standard finish: STATUARY BRONZE 
LIST ; 

Ordering Hanger Glass Glass Sizes Length Watt- Complete Ordering Holder 
Number Number Number D. Jelh F. Overall age each Number Number 
A-34 107 90 Bly” 614” 4” 5414” 75 $3.80 B-24 105 
A-35 107 90 934" 6344” 4” 5434” 75 4.00 B-25 105 
A-36 107 90 103%” ae 4” 55m 100 4.50 B-26 105 
A-37 106 90 1034” We 6” oh! 100 4.80 B-27 104 
A-38 107 90 123%” WA" 4” 55” 150 5.40 B-28 105 
A-39 106 90 1234” Wy" Ga 55” 150 5.60 B-29 104 
A-40 106 90 143%” 8ly” 6” 56” 200 6.70 B-30 104 
A-41 106 90 163%” 91” 6” 57" 200 7.60 B-31 104 
A-42 108 90 1434” Bly” 6” 561” 300 7.10 

A-43 108 90 1634” 914” 6” 571” 3-500 8.00 





If wanted with Levolier Switch add to List $1.50 
Globes shipped without hole unless otherwise ordered— 
charge for hole varying with size of globe. 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 






PLATE THIRTY-THREE 


GLARELES 









OPOLO GLASS 





WIRING SPECIFICATIONS 


No. 101 and No. 103 Hanger—Edison 
base porcelain socket—No. 16 Rock- 
bestos slow burning wire. (101-6”) 
(103-4") 

No. 109 Hanger—6” Mogul base porce- 
lain socket—No. 14 Rockbestos slow 
burning wire. 

No. 104—6” Ceiling Ring. 7%" diam- 
eter, 514” height—Pigtail porcelain 
receptacle and crossbar. 

No. 105—4” Ceiling Ring. 6” diameter 
5” height—Pigtail porcelain receptacle 
and crossbar. 


Standard finish: STATUARY BRONZE 














EIsit 
Ordering Hanger Glass Glass Sizes Length Watt- Complete/Ordering Holder eis 
Number Number Number D. lit F. Overall age each Number Number Each 
A-19 103 71 834” 634" 4” 54” 5} $3.80 B-13 105 $2.70 
A-20 103 afl 1034” whe 4” Noy 100 4.50 B-14 105 3.00 
A-21 101 a 103%” Whe 6” Ye) 100 4.80 B-15 104 3.50 
A-22 101 71 123%” gly” 6” 5614” 150 5.60 B-16 104 4.80 
A-23 101 7A 143%” 974" Ga 58” 200 6.70 B-17 104 5.70 
A-24 101 all 163%” 1034,” 6” 59” 200 7.60 B-18 104 6.70 
A-25 109 Hal 143%” 97" (oy 58” 300 7.10 
A-26 109 ah 163%” 1034” 6” 59” 3-500 8.00 








If wanted with Levolier Switch add to List $1.50 
Globes shipped without hole unless otherwise ordered—- 
charge for hole varying with size of globe. 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE, 


PLATE THIRTY-FOUR 










KGB 
5 


OPOLO GLASS 














WIRING SPECIFICATIONS 


No. 106 and No. 107 Hanger—Edison 
base porcelain socket—No. 16 Rock- 
bestos slow burning wire. (106-6") 
(107-4”) 

No. 108 Hanger—Mogul base porcelain 
socket—No. 14 Rockbestos slow burn- 
ing wire. 6” fitter. 110-8” Hanger. 
No. 104—6” Ceiling Ring, 7%” diam. 
6%” height—Pigtail porcelain recep- 
tacle and crossbar. 

No. 105—4” Ceiling Ring, 6” diam. 5” 
height—Pigtail porcelain receptacle and 
crossbar. 


Standard finish: STATUARY BRONZE 








List | Eisai 




















Ordering Hanger Glass Glass Sizes Length Watt- Complete | Ordering Holder Comp. 
Number Number Number D. lai doe Overall age each Number Number Each 
A-59 107 1 19 834” 6,” 4” 541,” 16) $3.80 B-43 105 $2.70 
A-60 107 119 103%” 674" 4” yoy 100 4.50 ) B-44 105 3.00 
A-61 106 119 103%” 67,” 6” opay 100 4.80 B-45 104 3.50 
A-62 107 119 123%” WA" 4” 3) 5” 150 5.40 | B-46 105 4.30 
A-63 106 119 123%” eae to 55” 150 5.60 B-47 104 4.80 
A-64 106 119 143" S54 6 56l4” 200 6.70 | B-48 104 5.70 
A-65 106 119 1634” 10” 6” 58” 200 7.60 | B-49 104 6.70 
A-66 108 119 1434” 85” 6” 561” 300 7.10 

A-67 108 119 163%” 10” 6” 58” 3-500 8.00 

A-68 110 119 183%” ip 8 


Ms 60” 500 12.30 





If wanted with Levolier Switch add to List $1.50 
Globes shipped without hole unless otherwise ordered— 
charge for hole varying with size of globe. 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 








PLATE THIRTY-FIVE 


GLARELES 















OPOLO GLASS 


Specifications 
Heavy cast ornamen- 
Statuary Bronze Han- 
ger with Opolo glass, 
making an interesting 


tal ring on holder. 


No. 111—6” Hanger 
wired with No. 16 


unit where something 
slow burning wire and 


out of the ordinary is 














Edison base porcelain sought, 

socket. 

No. 112—6” Hanger 

wired with No. 14 

slow burning wire and 

Mogul base porcelain 

socket. 

: LIST 

Ordering Hanger Glass Glass Sizes Length Watt- Complete 
Number Number Number D. isl. in; Overall age each 
A-108 111 119 1034” 674" © 6" 55” 100 $7.00 
A-109 111 119 12347 ey atenoe a514" 150 8.30 
A-110 111 119 144%" 354" 6" 5614" 200 9.60 
A-111 111 119 163%” 10” 6" 53” 200 10.80 
A-112 112 119 1434" 854" G6" 5614" 300 10.00 
A-113 Vt? 119 163” LO’ Gu 58” 3-500 11.20 


If wanted with Levolier Switch add to List $1.50 
Globe shipped without hole in bottom unless otherwise ordered. 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE, 









PLATE THIRTY-SIX AGIBD 
GLARELES 


WL, 










OPOLO GLASS 





WIRING SPECIFICATIONS 


No. 106 and No. 107 Hanger—Edison 
base porcelain socket—No. 16 Rock’ 
bestos slow burning wire. (106-6") 
(107-4) 

No. 108 Hanger—Mogul base porce- 
lain socket—No. 14 Rockbestos slow 
burning wire. 6” fitter. 

No. 104—6” Ceiling Ring, 744” diam- 
eter. 614” height—Pigtail porcelain re- 
ceptacle and crossbar. 

No. 105—4” Ceiling Ring, 6” diam. 
5” height—Pigtail porcelain receptacle 
and crossbar. 


Standard finish: STATUARY BRONZE 














LIST 
Ordering Hanger Glass Glass Sizes Length Watt- Complete Ordering Holder Aaet 
Number Number Number 1D: lel. i. Overall age each | Number Number Each 
A-115 107 135 83” 63%” 4” 54” 4S $3.80 |) )B-75 105 $2.70 
A-116 107 135 934" Ale 4” iets 75-100 4.00 | B-76 105 2.90 
A-117 107 3p) 103” Hae 4” 56” 100 4.50 B-77 105 3.00 
A-118 106 135 1034” Tif” 6” Om 100 4.80 B-78 104 3.50 
A-119 107 13))) 1234” 84” 4” yf! 150 5.40 B-79 105 4.30 
A-120 106 135 1234” 814” 6” ri i 150 5.60 | B-80 104 4.80 
A-121 106 lis} 143%” 874A" 6” Dili 200 6.70 | B-81 104 520 
A-122 106 135 163%” 1014” 6” 58” 200 7.60 | B-82 104 6.70 
A-123 108 135) 1434” 874" 6” Sis 300 7.10 
A-124 108 135: 1634” 1014" Gr 58” 3-500 8.00 








If wanted with Levolier Switch add to List $1.50 
Globes shipped without hole unless otherwise ordered— 
charge for hole varying with size of globe. 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 





PLATE THIRTY-SEVEN 






KC BD 
CLARELES 


OPOLO GLASS 












(ay TBAT , WIRING SPECIFICATIONS 


NAW & 
i No. 500 and No. 501 Hanger—Edison 
base porcelain socket—No. 16 Rockbes- 
tos slow burning wire. (500-6”) 
(501-4”) 


No. 504—6” Hanger—Mogul base por- 
celain socket—_No. 14 Rockbestos slow 
burning wire. 

No. 502 and No. 503 Ceiling Holder— 
Edison base porcelain socket, keyless. 
(502-6") (503-4”) 

No. 505—6” Ceiling Holder—Mogul 
base porcelain socket. 


Heavy Cast Fixture: STATUARY BRONZE or ANTIQUE GOLD 
Glass finish: Tan or Blue 
Specify Fixture and Glass Finish Wanted 








LIST “LIST 








Ordering Hanger Glass Glass Sizes Length Watt- Complete |Ordering Holder Comp. 
Number Number Number 1B). EX. He Overall age each |Number Number Each 
C-19 d01 90/800 8” 64” 4” 41% 16) $11.60 D-18 503 $10.80 
C-20 501 90/800 938” 63%” 4” 41” 75 11.90 D-19 503 11.10 
C21 501 90/800 103%” hs 4” 42” 100 12.30 D-20 503 11.60 
C-22 500 90/800 103” ie 6” 42” 100 14.00 D-21 402 13.00 
C-23 d01 90/800 123” 144” 4” 421” 150 13.60 D-22 503 12.90 
C-24 500 90/800 123” yA” 6” 42” 150 15.40 D-23 402 14.40 
C-25 500 90/800 143” Bly” Gr 431” 200 16.70 D-24 502 16.00 
C-26 500 90/800 163” 9,” 6” 441” 200 19.00 D-25 502 18.00 
C-27 504 90/800 143” 8” On 431.” 300 17.10 D-26 505 16.10 
C-28 504 90/800 164” 9,” 6” 4414” 3-500 19.40 D-27 505 18.40 








For Levolier Switch add to List $2.00 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 





PLATE THIRTY-EIGHT 





KC BD 


OPOLO GLASS 





WIRING SPECIFICATIONS 


No. 500 and No. 501 Hanger—Edison 
base porcelain socket—No. 16 Rockbes- 
tos slow burning wire. (500-6") 
(501-4"). 

No. 504—6” Hanger—Mogul base por- 
celain socket—No. 14 Rockbestos slow 
burning wire. 

No. 502 and No. 503 Ceiling Holder— 
Edison base porcelain socket keyless, 
(502-6") (503-4”). 

No. 505—6” Ceiling Holder—Mogul 


base porcelain socket. 


Heavy Cast Fixture Finished: STATUARY BRONZE or ANTIQUE GOLD 
Glass Finishes: Tan, Blue or Gray 








LIST ; LIST 











Ordering Hanger Glass Glass Sizes Length Watt- Complete | Ordering Holder Comp. 
Number Number Number D. Ee FB. Overall age each Number Number Each 
C-44 501 119/479 834" 64" 4" 4114” sibs $12.30 | D-43 503 $11.50 
C-45 501 119/479 1034” 674" 4” 42” 100 13.00 | D-44 503 12.20 
C-46 500 119/479 103” 674" 6” 42” 100 14.70 | D-45 502 13.70 
C-47 501 119/479 123%” WA" AN 421" 150 15.40 | D-46 503 14.60 
oe it pied aa be Ve 6” 4212" 150 17.10 D-47 502 16.10 

- / 8 8% 6 4314 200 19.10 | D-48 502 18.10 
C-50 500 119/479 163” 10” 6” 45” 200 21.10 D-49 DOD 20.10 
C-51 504 119/479 143%” 85” 6” 4314." 300 19.50 | D-50 505 18.50 
C-52 504 119/479 163” Ole 6” 45” 3-500 21.50 D-51 505 20.40 
C-108 504 119/479 183%” 12% 6” 48” 3-500 29.70 








For Levolier Switch add to List $2.00 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 





PLATE THIRTY-NINE 











OPOLO GLASS 


WIRING SPECIFICATIONS 
No. 500 and No. 501 Hanger—Edison 





base porcelain s No. 16 Rockbes- 
tos slow burning wire. (500-6”) 
(SOL-4"). 
Nov 5046" ~Hanger—Mogul _ base 
porcelain “Socket No.2 14, Rockbesto Os 
slow burning wire. 
No. 502 and No. 503 Ceiling Holder— 
Edison base porcelain socket, keyless 
(502-6") (503-4”). 
No. 505—6” Ceiling Holder—Mogul 
base porcelain socket. 
Heavy Cast Fixture: STATUARY BRONZE or ANTIQUE GOLD 
Glass Finishes: Tan, Blue or Gray 
Be sure to specify Fixture and Glass Finish 














i List | eee tS Ts 
Ordering Hanger Glass Glass Sizes Length Watt- Complete} Ordering Holder Comp. 
Number Number Number D. inl F. Overall age each | Number Number Each 
C-53 501 119/480 834" 6,” 4” 4114” 75 $12.30 ie D-52 503 $11.50 
C-54 501 119/480 1034” 64" ‘ is 42” 100 13.00 D-53 503 12.20 
C-55 500 119/480 1034” Oia ae SO" 40" 100 14.70 D-54 502 13.70 
C-56 501 119/480 123” 1" 4’ 42ly." 150 15.40 | D-55 503 14.60 
G57 500 119/480 123%” nV," oy 421” 150 710m L5G 502 16.10 
C-58 500 119/480 1434" 85" Hi 434” 200 19.10 D-57 502 18.10 
C-59 500 119/480 163” Os Gis ASM 200 21.10} D-58 502 20.10 
C-60 504 119/480 1434” 85” Ca 4314” 300 19.50 | D-59 305 18.50 
C-61 504 119/480 163%” 10 i (oy 45” 3- 500 21.50 | D-60 505 20.40 
G-110 504 119/480 1834” ae GU 13 eLUUS 29.70 





For Levolier Switch add to List on 00 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 








lel bavi ile, IOV 


Specifications 


Heavy cast ornamental 
ring on holder. 


No. 111—6” Hanger 
wired with No. 16 
slow burning wire and 
Edison base porcelain 
socket. 

No. 112—6” Hanger 
with No. 14 
slow burning wire and 


wired 


Mogul base porcelain 
socket. 


Ordering Hanger 
Number Number 
C-97 11] 
C-99 1 
C-100 111 
C-101 iA 
102 ibe I 
C-103 112 






KG IBD 
‘ 








OPOLO GLASS 





Statuary Bronze Han- 
ger with Opolo glass 
making an interesting 
unit where something 
out of the ordinary is 




















sought. 
Tan Blue or Grey Etching—Specify Color Wanted 

; oo oe LIST 
Glass : Glass Sizes Length Watt- Complete 
Number DD: H. F. Overall age each 
135/435 103%" 4" 6" 55” 100 $8.70 
135/435 1244" 844” 6” 0M 150 10.70 
135/435 143%" 814" 6" 5" 200 12.80 
135/435 1634” 1014” 6” 58” 200 14.60 
135/435 147%" 87%" 6” ie 300 13.20 
135/435 1634” 10%" 6” 58” 3-500 15.00 


For Levolier Switch add to List $1.50 


Globes shipped without bottom hole unless otherwise ordered. 
Small charge additional for hole. 


TWO APPROVED SOLDERLESS AND 


TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 


~ PEARLTONE” 


REGISTERED 


PEARLTONE is a scientifically constructed glass of three layers. 
The inner and outer layer are Crystal and the middle is Opal Glass. 
The Crystal on the inside and outside serves to case the Opal, adds to 
the strength of the finished Unit and has reflection and refraction quali 
ties, which aid greatly in distributing the light from the source. The 
Opal layer is very thin, just sufficient to diffuse the light source so 
that the filament is not seen—and not greatly absorbing the light. 


The resulting effect of such construction is a maximum light out- 
put with a minimum loss,—Glare is absent and the light is well dif- 
fused. The light given out approaches daylight, having a gray white 
quality. The glass will not deteriorate with time and is easily cleaned 
of dust and dirt. An ideal commercial lighting glassware of merit. 


In addition to these tangible qualities—Past Performance—ex- 
alts “PEARLTONE” and the future promises even greater popular- 
ity. 

SATINOLA—Pearltone Decorated—with flat etching in colors, 


Tan, Blue or Gray, on a surface with a Satin sheen—has the Pearl- 


tone qualities and serves well for decorative lighting. 


PLATE FORTY-ONE 


PLATE FORTY-TWO 


Photometric Test 


“PEARLTONE” Glass 


for 
Commercial Lighting 


ELECTRICAL TESTING LABORATORIES 
GENERAL OFFICE AND LABORATORIES 
601. ST AND EAST END AVE., 
NEw YORK, N. Y. 
REPORT No. 39780 


Rendered to GILLINDER BROTHERS 
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PLATE FORTY-THREE 





““PEARLTONE” GLASS 
THREE LAYER CASED 


WIRING SPECIFICATIONS 


No. 106 and No. 107 Hanger—Edison 
base porcelain socket—No. 16 Rock- 


bestos slow burning wire. (106-6”) 
(107-4”). 

No. 108—Hanger—Mogul base porce- 
lain socket—No. 14 Rockbestos slow 
burning wire. 6” fitter (110-8” Hanger). 
No. 104—6” Ceiling Ring 714” diam. 


7 


61%" height—Pigtail porcelain recep- 
tacle and crossbar. 

No. 105—4” Ceiling Ring 6” diam. 5” 
height—Pigtail porcelain receptacle and 
and crossbar. 


Standard finish: STATUARY BRONZE 








Hanger 
Number 


D. 


EIS 
Length Watt- Complete | Ordering Holder 
Overall age | Number Number 





Be OoO WAUNAWNHE 


>> >> b>DPDD>D>D 


107 
107 
107 
106 
106 
106 
106 


108 
108 
108 


110 


834” 

934,” 
1034” 
1034” 
113%” 
133%” 
1534” 


1334” 
1534" 
183%” 


20% 


5341/4" 7 105 
-100 : 105 
100 105 
150 , 104 
150 , 104 
200 104 
200 0M} 104 


300 
3-500 
500 
5-750 








TWO APPROVED 


For Levolier Switch add to List $1.50 


SOLDERLESS AND 





Globes shipped without bottom hole unless otherwise ordered. 


TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 









PLATE FORTY-FIVE 


GLARELES 


WL 





“PEARLTONE” GLASS 
THREE LAYER CASED 





WIRING SPECIFICATIONS 


No. 106 and No. 107 Hanger—Edison 
base porcelain socket—No. 16 Rock- 
bestos slow burning wire. (106-6”) 
(107-4"). 

No. 108—Hanger—Mogul base porce- 
lain socket—No. 14 Rockbestos slow 
burning wire. 6” fitter (110-8” Hanger). 
No. 104—6” Ceiling Ring 7%” diam. 
614" height—Pigtail porcelain recep- 
tacle and crossbar. 

No. 105—4” Ceiling Ring 6” diam. 5” 
height—Pigtail porcelain receptacle and 
crossbar. 





Standard finish: STATUARY BRONZE 








LIST 





Ordering Hanger Glass Glass Sizes Length Watt- Complete Ordering Holder 
Number Number Number DD: Eis F. Overall age each Number Number 
A-44 107 ‘Nala 834” Gu 4” 54” 75 $5.00 B-32 105 
A-45 107 Ly 103% y 6344” 4” 5434 “ 100 5.80 B-33 105 
A-46 106 111 104% ' 6344” 6” 5434,” 100 6.00 B-34 104 
A-47 106 iM is} 1 23% e dena 6” efit 150 8.00 B-35 104 
A-48 106 jaa aE ] 43" 85” 6” 56” 200 9.60 B-36 104 
A-49 106 La a 163% ¢ NO} 6” 58” 200 11.10 B-37 104 
A-50 108 111 ] 43” 85” 6” 56” 300 10.00 

A-51 108 Ui bi! 1634” Os Gu Ney 3-500 11.50 

A-114 108 Lik 183 a” iA 6” 60” 500 19.70 

A-125 110 Peat 1834” 1 8” 60” 500 21.50 





For Levolier Switch Add to List $1.50 
Globes shipped without bottom hole unless otherwise ordered. 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 












|B 


GLARELES 


CL, 


PLATE FORTY-SIX 








“PEARLTONE” GLASS 
THREE LAYER CASED 





WIRING SPECIFICATIONS 


No. 106 and No. 107 Hanger—Edison 
base porcelain socket—No. 16 Rock- 
bestos slow burning wire. (106-6”) 
(107-4"). 

No. 108—Hanger—Mogul base porce- 
lain socket—No. 14 Rockbestos slow 
burning wire. 6” fitter (110-8” Hanger). 
No. 104—6” Ceiling Ring 7%” diam. 
6%" height—Pigtail porcelain recep- 
tacle and crossbar. 

No. 105—4” Ceiling Ring 6” diam. 5” 
height—Pigtail porcelain receptacle 
and crossbar. 


Standard finish: STATUARY BRONZE 








Lista| Lich 








Ordering Hanger Glass Glass Sizes Length Watt- Complete Ordering Holder Comp. 
Number Number Number D. H. By, Overall age each |Number Number Each 
A-69 107 569 Q” hind 4” Dia 75 $5.40 | B-50 105 $4.20 
A-70 106 569 Nay” he 6” 56” 1-150 6.00 B-51 104 5.00 
A-71 106 569 1314” 934 3G. yet 200 9.10 | B-52 104 8.10 
A-72 106 569 14144” 10” 6” 58” 200 9.60 | B-53 104 8.60 
A-73 106 569 HOw al” Gu ele! 200 DSL OR ee is=> 4: 104 10.20 
A-74 108 569 1444,” Oe 64 58 300 10.00 | 

A-75 108 569 iby Dela On 59” 300 11.50 

A-76 110 569 16” tae 8” 59” 3 


-500 13.30 








For Levolier Switch add to List $1.50 


Globes shipped without bottom hole unless otherwise ordered. 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE, 


PLATE FORTY-SEVEN 





Ordering 


Number 


A-81 
A-82 
A-83 
A-84 


A-85 
A-86 












KG IBD 
GLARELESS 


WL, 





“PEARLTONE” GLASS 
THREE LAYER CASED 


WIRING SPECIFICATIONS 


No. 106 and No. 114 Hanger—Edison 
base porcelain socket—No. 16 Rock- 
bestos slow burning wire. (106-6”) 
(114-5”). 

No. 108—Hanger—Mogul base porce- 
lain socket—No. 14 Rockbestos slow 
burning wire. 6” fitter. 

No. 104—6” Ceiling Ring 714” diam. 
6%” height—Pigtail porcelain recep- 
tacle and crossbar. 

No. 113—5” Ceiling Ring 6” diam. 5” 
height—Pigtail porcelain receptacle 
and crossbar. 


Standard finish: STATUARY BRONZE or GOLD 
Specify finish desired 


























EIST; LIST 
Hanger Glass Glass Sizes Length Watt- Complete Ordering Holder Comp. 
Number Number D. Ae F. Overall age each Number Number Each 
114 821 1034” 6” iad 54” 100 $6.20 B-58 Libs! $5.10 
106 821 1234 (Ee ae 5o5 150 8.00 |  B-59 104 7.00 
106 821 143%’ 914” 6” a he 200 9.60 B-60 104 8.60 
106 821 163%” 1034” oO" 58” 200 eC B-61 104 10.20 
108 821 1434” 914” 6” Die 300 10.00 
108 821 163%" 1034” 6” 58” 3-500 11750 





For Levolier Switch add to List $1.50 
Globes shipped without bottom hole unless otherwise ordered. 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 











PLATE FORTY-EIGHT 





GLARELES 


“PEARLTONE” GLASS — THREE LAYER CASED 





No. A-77 
No. A-87 


WIRING SPECIFICATIONS: No. 106 and No. 107 Hanger—Edison base por- 
celain socket. No. 16 Rockbestos slow burning wire (106-6”) (107-4”). 


No. 108 Hanger—Mogul base porcelain socket—No. 14 Rockbestos slow burning 
wire. 6” fitter (110-8” Hanger). 











Ordering Hanger Glass Glass Sizes Length Watt- Coraclete 
Number Number Number By. 151 1B. Overall age each 
A-87 107 830 Ga 8” 4” 56” IBY $5.00 
A-88 107 830 Te Og 4” 58” 100 6.00 
A-89 106 830 83” 1174” 6” 59M 150 8.00 
A-90 106 830 103%” 14l4” 6” 62” 200 9.60 
A-91 106 830 113%” 16! 5" Ga 64” 200 11.10 
A-92 108 830 103%” 1414” 6” 62" 300 10.00 
A-93 108 830 113%” 1614” 6” 64” 3-500 11.50 
A-94 108 830 12% 18” 6” 66" 500 19.70 
A-95 110 830 12 18” 8” 66” 500 21.50 
A-77 106 582 113%” 9” Gia Dil 150 7.70 
A-78 106 582 133%” 10” 6” 58” 200 9.10 
A-79 106 582 153%” itil 6” 59” 200 11.10 
A-80 108 582 153” a4 6” 59” 300 11.50 


For Levolier Switch add to List $1.50 
Globes shipped without bottom hole unless otherwise ordered. 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE, 













KC'BD 


“PEARLTONE” Glass—SATINOLA Etching 
THREE LAYER CASED 


PLATE FORTY-NINE 








nite ve ce WIRING SPECIFICATIONS 
Pi \ ou No. 500 and 501 Hanger—Edison base 
Th Seer ety porcelain socket—No. 16 Rockbestos 
slow burning wire. (500-6”) (501-4”). 
No. 504—6” Hanger—Mogul base por- 
celain socket—No. 14 Rockbestos slow 
burning wire. 


No. 502 and No. 503 Ceiling Holder— 
Edison base porcelain socket, keyless. 
(502-6") (503-4”). 

No. 505—6” Ceiling Holder—Mogul 
base porcelain socket. 


Heavy Cast Fixture: STATUARY BRONZE or ANTIQUE GOLD 
Glass Finishes: Tan, Blue or Gray 
Be sure to specify Fixture and Glass Finish desired 

















LIST LIST 
Ordering Hanger Glass Glass Sizes Length Watt- Complete Ordering Holder Comp. 
Number Number Number 6 1B fe F Overall age each Number Number Each 
Gi 501 34/413 834" 64" 4” 41” 75 $13.60 D-1 503 $12.80 
C-2 501 34/413 934" 674" 4” 4114” $5) 14.60 1D 503 13.80 
C-3 501 34/413 1034” 134" 4" 4214” 100 15.30 D3 503 14.50 
C-4 500 34/413 113%” Bly” 6” 431” 150 18.70 D-4 502 17.70 
C-5 500 34/413 133%” 07 Gu 44” 200 21.00 D-5 502 20.00 
C-6 500 34/413 1534” Ow 6” 45” 200 24.00 D-6 502 23.00 
G-7 504 34/413 133%” 9” 6” 44” 300 21.40 D-7 505 20.40 
C-8 504 34/413 153%” 10” Ca A 3-500 24.40 D-8 505 23.40 
C-9 504 34/413 183” bal Aw 6” 4614” 500 35.40 D-9 505 34.40 





For Levolier Switch add to List $2.00 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 













KG BD 
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“PEARLTONE” Glass—SATINOLA Etching 
THREE LAYER CASED 


PLATE FIFTY-ONE 








WIRING SPECIFICATIONS 


No. 500 and 501 Hanger—Edison base 
porcelain socket—No. 16 Rockbestos 
slow burning wire. (500-6”) (501-4"). 
No. 504—6” Hanger—Mogul base por- 
celain socket—No. 14 Rockbestos slow 
burning wire. 

No. 502 and No. 503 Ceiling Holder— 
Edison base porcelain socket, keyless. 
(502-6”) (503-4”). 

No. 505—6” Ceiling Holder—Mogul 


base porcelain socket. 


Heavy Cast Fixture: STATUARY BRONZE or ANTIQUE GOLD 
Glass Finishes: Tan, Blue or Gray 
Specify Fixture and Glass Finish desired 























Eisai LIST 
Ordering Hanger Glass Glass Sizes Length Watt- Complete Ordering Holder Comp. 
Number Number Number D. igh, 1Ee Overall age each Number Number Each 
C-29 501 111/478 834” (" 4” mae ails 415} $13.60 D-28 503 $12.80 
C-30 501 111/478 103%” 6344” 4” 42” 100 15.30 D-29 503 14.50 
C-31 500 111/478 103%” 6344” 6” 42” 100 17.00 D-30 502 16.00 
C-32 500 111/478 123%” 7344" 6” 43” 150 19.40 D-31 502 18.40 
C-33 500 111/478 1434” 85" 6” 44” 200 22.40 D-32 502 21.40 
C-34 500 111/478 163%” Om 6” 45” 200 25.40 D-33 502 24.40 
G-35 504 111/478 1434” 85" 6” 44” 300 22.80 D-34 505 21.80 
C-36 504 111/478 163%” OY4 Ge 45” 3-500 25.80 D-35 505 24.80 
C-104 504 111/478 1834” 127 Gu 48” 3-500 32.20 





For Levolier Switch add to List $2.00 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 


PLATE FIFTY-TWO 





Heavy Cast Fixture 


No. 507—6” Hanger 
Edison base porcelain 
socket—No. 16 Slow 
burning wire. 


No. 508—6” Hanger— 
Mogul base porcelain 
socket—No. 14 slow 
burning wire. 


Finishes: 
Statuary Bronze 


Antique Gold 










KC IBD 
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ce BATRA els OUNeB ee 
THREE LAYER CASED 


PEARLTONE Glass 
Satinola decoration 







Finishes: 
Tan, Blue or Gray 






When ordering be 
sure to specify glass 
finish and fixture finish 
desired. 






















LIST 
Ordering Hanger Glass Glass Sizes Length Watt- Complete 
Number Number Number Ds ‘ Overall age each 
C-62 507 569/401 10” te” (oy 44” 100-150 $19.30 
C-63 507 569/401 1314” 9344” 6” 45344” 200 23.10 
C-64 507 569/401 1414” 103%” 6” 46” 200 23.80 
C-65 507 569/401 163” ial 6” 47” 200 26.10 
C-66 508 569/401 1414” 103” oh! 46” 300 24.20 
C-67 508 569/401 163%” Tal Gu 47” 3-500 26.50 

For Levolier Switch add to List $2.00 
TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE, 








Heavy Cast Fixture 


No. 507—6” Hanger 
Edison base porcelain 
socket—No. 16 Slow 
burning wire. 


No. 508—6” Hanger— 
Mogul base porcelain 
socket—No. 14 
burning wire. 


slow 


Finishes: 
Statuary Bronze 
Antique Gold 
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GLARELES. 


LL 





Pek ACR GO .N Ea 
THREE LAYER CASED 


TOOL OME 


: 


£ 





PLATE FIFTY-THREE 


PEARLTONE Glass 


Satinola decoration 


Finishes: 
Tan, Blue or Gray 


When 
sure to specify glass 
finish and fixture finish 
desired. 


ordering be 








Number 
Hanger 


Number 
Ordering 


Glass 
Number 


Glass Sizes 
ial. 


Ds 


Length 
Overall 


aeleSii 
Watt- Complete 
age each 





C-69 507 
C-70 507 


C-71 508 


821/405 
821/405 


821/405 


123%” 
1434” 


1 4 xX u" 


7344" 6” 
914” 6” 


94” 6” 


43” 
Zhe 


45” 


150 $21.50 
200 23.80 


300 24.20 





TWO APPROVED SOLDERLESS AND 


For Levolier Switch add to List $2.00 


TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE, 





PLATE PIFTY-FOUR 








CG: 







GLARELES 


WIRING SPECIFICATIONS 
Heavy Cast Ornamental Hanger 


No. 507—6” Hanger Edison Base Porcelain Socket—No. 16 slow burning wire. 
No. 508—6” Hanger Mogul Base Porcelain Socket—No. 14 slow burning wire. 


Fixture Finishes—Statuary Bronze or Antique Gold 


Glass Finishes—Tan, Blue or Gray 
Speciry Fixture and Glass Finish 


PEARLTONE GLASS —SATINOLA ETCHING —-THREE LAYER CASED 





No. C-78 

















LIST 





Ordering Hanger Glass Glass Sizes Length Watt- Complete 
Number Number Number : ee Ie Overall age each 
G72 507 830/400 S34 tee Ale cg 48” 150 $19.90 
C-73 507 830/400 1034” 1444” Gu 50” 200 23.10 
G-74 507 830/400 113%” 16” 6” swA 200 26.90 
C-75 508 830/400 1034” 1444” 6” Os 300 23.50 
C-76 508 830/400 RAS ota Ad so 153 5a 3-500 27.30 
C-77 508 830/400 12% 18” 6” 54” 3-500 eo) 
C-78 507 830/446 83" 117%” 6” 48” 150 19.40 
C-79 507 830/446 103%” 14144” 64 SOF 200 21.70 
C-80 507 830/446 1134” 1614” 6” 52% 200 24.40 
C-81 508 830/446 1034” 14! 4" 6” 50” 300 22-10 
C-82 508 830/446 1134” 1614” 6” awa 3-500 24.80 
C-83 508 830/446 WORM 18” Go” 54” 3-500 29.70 





For Levolier Switch add to List $2.00 


TWO APPROVED SOLDERLESS AND TAPELESS WIRE CONNECTORS FURNISHED WITH EACH FIXTURE. 


PLATE FIFTY-FIVE 


OPAL BOWLS — OPAL, RUBY, GREEN BALLS 


No. 608/2057 











Diam. Length 
434 ” 5 yy" 
6” 
rhe 
be 











Add Drilling Standard 
Opal Ruby or Green Doz. Net Package 











ae $17.20 $ .75 
10” 25.70 1.00 
ine 39,30 1.50 


half shade 7.20 


6” 5.00 5.70 
rh 7.00 7.10 
8” 10.70 11.40 


608/2057 6” (EXIT one side 
only Ruby) 


ys 


608/2058 6” (EXIT on two sides 
Ruby) 
fedlts 





PLATE FIFTY-SIX 


OPAL REFLECTORS 


ti a 


o. 640 
641 — 642 


No. 648 
647 — 649 





347 — 349 

















Diameter Inches Height Inches 





Quantity 
Standard Package 





7 


8 
9% 


| 
8 
9 


6 
7 
8 





24 
16 
12 


36 
36 
24 


24 
16 
12 


36 
24 
12 


36 
24 
24 


List Price 
Per Dozen 


$ 8.60 
10.00 
13.60 


7.42 
8.90 
14.30 


8.60 
10.00 
13.60 


7.42 
14.30 
15.42 


6.42 
7.90 
10.70 





PLATE FIFTY-SEVEN 


ENCLOSING UNITS 


No. 557 
PEARLTONE 


No. 492 
PEARLTONE 

















Quantity List Price 
Standard Package Per Dozen 











$34.30 


37.10 
60.00 
85.70 


21.40 


5.70 
7.90 
11.40 
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Ordering Glass Plate | Ordering Glass Plate | Ordering Glass Plate | Ordering Glass Plate 
Number Number Number Number Number Number Number Number 














821 B-44 9 C53 119/480 
821 B-45 3 119/480 
821 B-46 2 , 119/480 
821 B-47 2 - 119/480 
821 B-48 a : 119/480 
830 B-49 3 - 119/480 
830 B50 : 119/480 
830 : , 119/480 
830 7 - 119/480 
830) 5 6 569/401 
830 ; -63 569/401 
569/401 
569/401 
569/401 
569/401 
821/405 
821/405 
821/405 
830/400 
830/400 
830/400 
830/400 
830/400 
830/400 
830/446 
830/446 
830/446 
830/446 
830/446 
830/446 
135/435 
135/435 
135/435 
135/435 
135/435 
90/800 135/435 
90/800 2 39/439 
90/800 2 - 135/435 
90/800 3 : 135/435 
90/800 103 135/435 
90/800 2 - 111/478 
90/800 2 -1C 111/478 
90/800 3 als 119/479 
111/478 ANS 119/479 
111/478 ; 119/480 
111/478 , 119/480 
111/478 34/413 
111/478 34/413 
111/478 34/413 
111/478 34/413 
111/478 34/413 
119/479 34/413 
119/479 34/413 
119/479 34/413 
119/479 34/413 
119/479 90/800 
119/479 90/800 
119/479 90/800 
119/479 90/800 
119/479 90/800 


ODNrAARWNKDUA~IAM AWW 


ae) 
m © 0 00 


Hee eH O00 OO © 0 & GH GO CO 00 
¢ ~) 


Giiaictetdih er gered ste te cues cities 


135 

135 
34/413 
34/413 
34/413 
34/413 
34/413 
34/413 
34/413 
34/413 
34/413 
34/413 
90/800 
90/800 


Coo OO ~J ~I 


a 
DWOO~ATNMBRAMARWN KH OOW~TAMBRWNKHOWODWOOWOTARMARWNHNFYr OW CO 


OOWTANMBR WV KP OOWMWAANMNBAMNMAD HONK TDOKrFOOBDAANAWNYHE 
OMWTNABROTNMABRYOCATNDMAWYCY SH pPVNNHnyw 


hRABRABRA BDA ABW WWW WWNNNNNNNR RE 
PQSENE GEESE RRAgENgEaaagag 
HOO 0O0 OO CO COO O TY YI DT A TS SI SI SISA ON 
OWATNAMBRWONFOUOWOTWARAWNK OO~I 


AAQAAAA VAS OSAAAGAAAAAAAAAAAAAGAAAAVAPE BIB 
OMOWOAINNBRWWNr 


Vt A HA BWW WWWWWNNNNYNNYNNNNNN 


— 
CO 





SUOUUSUYUTUNEY 


RIN Ne 


Noe 








A- 
A- 
A- 
A- 
A- 
A- 
A 
A 
A- 
A 
A- 
A- 
A 
A- 
A 
A 
Ae 
A 
A- 
A- 
A 
A 
A- 
A- 
A- 
A- 
A 
Ae 
A- 
Ac 
A- 
A 
A 
A- 
Ae 
A- 
A- 
A 
A 
A 
A 
A623 
A 
A-6 
A- 
Ae 
A 
A 
A 
A 
A- 
A 
A- 
A- 
A 
A- 
A- 
A- 
A- 
A- 


DIMMU RU UU UNUM > 


Bw Ww WWW WWW PN DY DYDD ee RRS eS 


oo oo FI YI ~I YJ YJ ~I TJ TT ~T 
RFPOUOMOTIAMARWNre 
WINAMP wWWNe 


ele) 
ee 
Ne 





INDEX—(Continued) 














Ordering Glass Plate | Ordering Glass Plate | Ordering Glass Plate | Ordering Glass Plate 
Number Number Number Number Number Number Number Number 











927/146 
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